5.11      NATURE OF COMMUNICATIONS:

Only such calls as are specifically authorized by the rules gov-
erning stations in the public safety services may be transmitted.

False calls, false or fraudulent distress signals, superfluous and
unidentified communications, and obscene, indecent, and profane
language, and the transmission of unassigned call signals are
specifically prohibited.

Stations in the public safety service are primarily authorized
to transmit communications directly relating to public safety
and the protection of life and property and communications es-
sential to official public safety activities.

5.12     SECRECY OF RADIO COMMUNICATIONS:

The contents of a radio communication shall not be divulged
to any person or party other than to whom it is addressed, ex-
cept as specifically provided in Section 605 of the Communica-
tions Act.

5.13     PREVENTION OF INTERFERENCE:

Inasmuch as most radio transmissions are conducted on radio
channels which are shared among many stations, it is necessary
that precautions be observed to avoid congestion and inter-
ference.

In order to avoid interference with communications in prog-
ress, an operator shall listen on the frequency on which he in-
tends to receive for a sufficient period to ascertain that he will
be able to hear the station he is calling and that his transmis-
sion will not cause interference. He shall not attempt to call if
interference is likely to result.

5.14     CONTENT OF STATION RECORD (LOG):

For all base and fixed stations except those authorized to
operate at temporary locations for unattended operation, the
name or names of the persons (operators) responsible for the
operation of the transmitting equipment each day, together with
the period of their duty. Each such person shall sign, not initial,
the record both when coming on and when going off duty.

For stations whose antenna or antenna supporting structure
is required to be illuminated, a record in accordance with the
following:

(1)    The time the tower lights are turned on and off each
day if manually controlled.
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